To: Eoc, Epahq[Eoc. Epahq@epa.gov] 

From: Eoc, Epahq 

Sent: Mon 8/1 0/2015 2:59:38 PM 

Subject: EPA Nuclear Incident Response Team Report 

NIRT Report 201 5-08-1 0.docx 


All assets available and operational, except the Mobile Environmental Radiological Lab (MERL) 
2 and the Sample Preparation Lab (SPL) 2 at NAREL and the Enhanced Radiological Ground 
Scanning System (ERGS), and the Scanner Van, at NCRFO which are not mission capable at 
this time. 


The EPA’s ASPECT (Airborne Spectral Photometric Environmental Collection Technology is 
located in Santa Fe, New Mexico (Gold King Mine) from Aug. 10 to 15, 2015. 


Beatriz Oliveira, Watch Officer 

U.S. Environmental Protection Agency 

Fleadquarters Emergency Operations Center 

1200 Pennsylvania Ave 

Washington, DC 20004 
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